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(Thritit YvATt^y. — First Year , 

L— DIVINITY. 

To help Mothers to give suck teaching as should confirm their 

children in the Christian Reltgion. i>fr> 

1, The Old Tesfcameot considered as a progressm Eevelation 

of God. t- 

a, Clews to Holy Writ, by M, Petrie (Hodder & Stoogh- Awww,PL4i?i^ 
ton, 1/6) and The Bihle Commentary^ see 8 (c). 

Dwellers on the Nile (R*T.S,, 1/-), 

The New Testament, as a Eevelation of Jesas Christ. The — * 

Saviour of the World, VollL (Kegan Paul, 2/6) with iL Jli 
Gospel History (University Press, 2/8), ^ ^ 

The histories of the Pen ta tench, 
a^~£ltws t o Holy IP ri L 

b, Life and Times of foseph (R.T.S,, 1 /-). 

Bible Commentary f by J. H. Diummelow (Macmillaii, 

7/6). 

4. The Gospel of S. Luke. 

a, T dt e Study of t he-^GospeU, by— Dean J . A. RobM^n 
^Longman s , 2/6-) : — . 

^ % ijj Stanley’s Sinai and Palestine (Murray, 1/-}. ^ 

G a cpel oj — Id te Kingdom — of^ Hegocn, by F, C. 

• ^laufitfe ( Macmillan, 0/(3) \^i t h The Bible Commentary* 
d. The Life and Times of fes^is the Messiah^ by A. 

Edersheim (Loogmans, G/-); first half, 

5* The Bible and Modem Research. 

a. Prof, Bayce'a Fresh Light from Ancient Monuments 

(R.T.S., l/.J. 

—bt How we got our Bible, by W. Paterson Smyth 

(R.T,S„1/-). iUjL-UJlr^ 

' Stanley’s Sinai and Palestine. 

6, Practical Teaching of Religion, 

a. Chapters on religious teaching in Parents and Childretif 
by C* M, Mason (Kegan Paul ^ Co,, 3/6)* 

!l> How to nse the Prayer Book (optional) by Mrs* 

Romanes (Longmans, 2/-), 




f 
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7. The Wilh the 4oDscieiicG» the Divine Life iu the Child- 
a, Home E'dnfnifon (Eegan Paul & Co., 3/C). 

8. T/re Sf irif o/ Disci/f/itie, by Frazida Paget, D.D. (Long- 
mans, 4/*). 

For reference : a, Heifis to tke Study of the Bible (Oxford 
Press, from 1/^), and, as a short bibliography, 

. fp, Relighjis Instruction of Children at Home bv E 

Bax’ker (Gardner Darton, 1/-), ’ ^ 


11. 


PHYSIOLOGY AND HEALTH, 




To give the hwwledge necessary for the care and development 
o/clnldren tn stckitess and health. 

I. The Organs of the Body and their Functions. 

/W^l^ », by Own L,„te,l,r (AUm.. 

. IT- 2. Laws of Healtl) and Care of the Siclt. 

a, Blackie's Elementary Hygiene (l/fj). 

Health for Women and Children bv E 

Chesser (aiethuen, 3/6), ’ 

J. ‘ > 

III MENTAL AND MORAL SCIENCE AND 
EDUCATION, 

Toshowthepinciples of Education and Methods based on 
tnese principles. 

1. Uextal Phttsiology. 

I ft’ by Ladd (Longmans, 4/2). 

2. Emf“” °” 

~~6: -'d S.,i„. p„. I, 


^ ^ I TiTiir/ii ( 

■ fcioul&Uj (fcrog^ifi, , 2 ^. 

Cj Home Edjfcation. 

8. EancATfoN : Thbosy of. 

8, Home Education, 
h, Parents and Children 

B. Wo.d. 8„,n 

4. Education: Teaching, 

p-i. 3/6). 


Ip 3 c,rn C. S<»^ 


IV.— NATURE-LORE AND THE ELEMENTS 
OF SCIENCE. 

To amhh Mothers to awaken their Children's inierest in 
Nature and to give them their first ideas* 

1, Elements of Botany* Oliver’s Lessons in Elementary 
Botany (Macmillan, 3/5). 

% Tile Year's Wild Flowers (of the neiglibom-liood) , pamted ^ 
and described. John’s Flowers of the Field (Bout- 
ledge, 7/6). 

La-nd, by Six’ R. Ball (Cassell, 5/8), The Consteha- 
tions (Call & Inglis, 3d.). ^ 

4. ^s-W&rM-ef-O ius, by II- Aiiiold-F o rsier 1/U) . 

5. First Year of Scientific Knowledge^ by Paul Bert (Relfe 

Brothers, 2/3). 


The work for the first year is elementary and not difficult. 
Ii fairly covers the principles of, and suggests good methods 
for the physical, moral, mental and religious training of 
children ; and includes the knowledge necessary to give them 
their first inspiring ideas about the natural world. Every word 
in each of tlie books set is not oifered to students as the 
teaching of the P.N.E.II. Some degree of sifting and personal 
selection is required. 

Much of tlie matter is familiar ; hub it is one thing to read a 
work carelesslyj and quite another to study it definitely with a 
view to examination. 

The year’s work may he done by reading at the rate of about 
100 pages a week for ten inontlis. The order of this reading is 
left to the student. 

The examination will fall twice a year - — ' the first week in 
yune and the first week in Deeemhcr ; when examination 
papers will be sent to the students. 

An examination can always he postponed by writing to the 
secretary, House of Education, Ambleside, at least a week 
before the months of June and December. 


6. Ethics of the Dnstt by John Ruskin (Dent, 1/-). 

7. A Nature Study Guide ^ by Furneaux (Longmans, 3/6). 
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The final examination ovi Human Physiology and Hygiene 
will be for the diploma of the Nntional Health Society. 

Fee. Entrance Fee, a guinea. 

The first half of each of the works set for study will be 
examined upon in the first examination, except in the case of 
the “ Home Edncalhit ” Series. 

The volumes of the ** Home Education ” Series have been 
specially prepared to embody tlie distinctive teaching of the 
P,N.E,U, ; therefore a large number of questions will be set 
upon those volumes in each examination of the course : the 
chapters bearing on each of the subjects indicated in each 
syllabus must be prepared* 


P*N,E,U. HEADING COUBBB, 

** The atientiai] of Members is called to the New Course of Reading, 
which le free to all members of the Umon, It is ccnllned to the disHne- 
Hve teaching of the Uniem* and therefore to the volumes of the * Homs 
Education ' Scries, the contents of which have been specielly prepared 
from time to time for the use of the Parsnis' Hutwual EdumUonal Union, 

The method of these volumes is a progresBive amplification of the 
principles of the tJ Lion. It Is, therefore, desirable that the books should 
be studied in numerical order.* Each volume is furnished with a 
full table of contents and with numerous questions which, should aid the 
reader in self-examination. On application to the Ofiice a form may be * 
had which runs as follows 

*I have read the foDowing volumes of the Home 

Education Series^ and am satisfied of my mastery of the principles 
advanced in them by my ability to answer fully and exactly the 
questions appended to each.* 

(Signed) 


This form should be returned to the Office i and the reader would then 
be entered on the list of * qualified members * of the {See 

P.N.E,V, Leaflet). 


Members of the M,E.G, who satisfy the above ccndltiona should write to 
the Secretary for the form for qualified members/* 


Many of the books mentioned In this Programme can be 
borrowed from the P*K,E.U, Library, 26, Victoria Street, 
London, *, but as books are chosen wdiich should be a 
possession to mothers it is very miieh belter to buy the books. 
The student is free to underline, make marginal notes, etc., in 
her own books as she could not do in borrovved volumes. 

The books mentioned can all be obtained, at the prices quoted, 
from the P,N.E,tJ* Office, 26, Victoria Street, London, S,W. 


* 1 . Home Educathn. 2. Parenti^ and children. B. Scfwoi EdumiWH. 
4 Ourselves, Our Bonh and Bodies. 5 . Same Studies in the Formation 

of CfjarrtcfiT (hegaii Paul & Co., 3a, €d. each). 


« 
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Parents’ National Educational Union, 


Mothers' Educational Course. 


(These Years), Second Year. 


L— DIVINITY. 

To help Mothers to give such teaching as should confirm their 
children in the Chrislian Religion, 


nt^(- 


^/TL>lvWZ. 




- r. The Apostles' Creed, The Historic Faith, by Bishop 
Westcott (Macniillai], 4/^ 

a, David, Solomon. The Prophets, 

a. As arranged in Clews to Holy Writ (Hodder & Stough- 
ton, 1/6), Read the passages in the Bible. ^ 

R 4 '^p h e is- and Kingsr ^ by F* - D. Ma uiitie (Macmillan, 
2/8), 

fi, The Dawn — of Revelation-^ — by — Miss M* B i' anvita n 
(Simpkin & Lo,, 5/-). 

Illustrations of period. 

a, The Times of Isaiah, by Prof, Sayce, 1/6. 
h, Assyria, by Prof, Sayce, 1/6, 

c, Babylonian Life and History, by E. A, Wallis Budge, 
1/6. (All, R.T.S.) 

4. Practical Teaching of Religion. 

Chapters on religious teaching in Home Education, 
Parents and Children, Ourselves, our Sotds and 
, ^ Bodies, jby C, M. Mason (Kegan Paul, 3/6 each). 

The Natural Religion, by the Rev. V, Staley (Mow* 
bray & Co., i/-). 

c, How to use the Prayer Book^ (optional), by Mrs, 

Romanes (Longmans, 2/-). 

d. Pastor Ptistarum, by Rev. H, Latham, (Bell, 4/11). 

For reference: Helps to the Study of the BihU (Oxford 
Press, from if). 






"Good hut not evangelical- 




n/ric 



II.— PHYSIOLOGY AND HEALTH. 


To give Ihc hwwhdgc necessary for the care and develop men t 
of children in sickmss nnd healthy 




1. The organs of the body and their functions. 

Lessons in Elementary Physiology, by Professor 
Huxley (Macmillan, 3/5), chapters i.-vi, 
b. The Little Red jUa?inikin^ by Owen Lanlcester (All- 
man, a/‘). 

2. Laws of health and care of the sick, 

«, ■ Lcctitres on Niusiug, by E . C. Luckes (K e^au Paul 
i’ir Co., 3/g): 

bf The Preservatipn of Health, by Clement Dukes, M.D. 
(Longmans, 5/-), 


III. —MENTAL AND MORAL SCIENCE AND 
EDUCATION. 


To show the principles of Education and Methods bnsed on 
these prhfciples. 

I. Mental Physiology, 


’ ^ rt, Parents and Children, by C. M. Mason (Kegan Paul & 

Co., 3/6). 

b, Carpenter’s Mental Physiology, Book I. (Kegan Paul 
Sc Co., g/-). 

c. The Education of the Central Nervous System (Halleck), 

lectures vi.-xii. (Macmillan, 5/-). 

2. Ethics. 


a. Parents and Children 
Bodies, 


and Ourselves, Our Souls and 


* h. The Making of Character, by J. MacCunn (Cambridge 
University Press, i/ii), 

of English L ikies (Lceky), edkod by W. 
( L ongmnnfi r 


vu. 


34 Education, Theory of. 

^ Parents a Ttd Children. 

b, Em tic, edited by Jules Steeg (Heath & Co., i/6). ^ 

" Quick's Educatioftal Reformers (Longmans, 2/8). . 

d. Four Socratic Dialogues (Oxford Press, 3/6). 

4. Education. Teaching. 

a. The Hcrbartian Psychology applied to Educalion, by 
J. Adams (Isbister, 2/8), 


C/.' Z P 3 C^r,C 


c 


The Tmhthig of Teochers^ by Professor l^aurie 
(Cambridge Press, 4/6), 

Kasays in Pmciico! Kdtfcofton^ by C. M. Mason 

(Kegan Paul, 3/6)* 


IV.— NATURE-LORE AND THE ELEMENTS 
OF SCIENCE* 


I 


To enable Mothers to awaken their Children's interest in 
Nature and to give them their first ideas ~ 




,c^- 


r* 

2, 


3 - 


Elemeots of Botany. Flowers.^ FruHs^ and Leaves^ by 
Sir J. Lubbock (Macmillans 3/5). 

The Year's Wild Flowers {of the neighbourhood), mminted' 
and described* John's Field Flowers (S.P.C.K., 
3/8), or Ann Pratt's Wild Flowers (S*P*C*K,, 2 vols., 
6/- each)* 

The Year’s Birds described. A Year with the Birds ^ by 
Ward Fowler (Macmillan, a/6). John's British 
Birds and their Haunts (S.P.C.K*, 5/9). 


4. A Text-hook of Geology, by W* J. Harrison {Blackie, 2/-}. 
^5 ; — Uhm t n i v t ry Lr s s o ns in Astronomy , by Loekycr (Mac - 
‘W44faTTr4,/2). 

6, House, Field and Garden, by L* C. Miall (Arnold, 4/6)* 


N.B. — The use of the test questions in the ** Home 
Kducatlom" Series will show the student what portions of 
each volume it is necessary to re-read. 


The vvork of the second year is less elementary and 
more difficult than that of the first. ft fairly covers the 
principles of, and suggests good methods for, the physical, 
moral, mental, and religious training of children ; and in- 
cludes the knowledge necessary to give children their first 
inspiring ideas about the natural world. Every word in each 
of the hooks set is not offered to students as the teaching of 
the P.N.E.U* Some degree of sifting and personal selection 
is required* 

Much of the matter is familiar; but it is one thing to 
read a work careiessiy, and quite another to study it definitely 
with a view to examination* 

The year’s work may be done by reading at the rate of 
about 100 pages a week for ten months. The order of this 
reading is left to the student. 

examinations will fall twice a year^ — the first week 
in and the first W'eek in December; when examination 
papers will be sent to the students. 
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The final examination on Hnman Physiology and Hygiene 
will lie for the dititoma of the Nnlional Health Sacttiy. 

}<c€. Enirance Fee^ a guinea. 

The first half of each of the works set for study will be 
examined upon in the first examination, except in the case of 
the ** Hoim Ethmiimn " S&rie^. 

The volumes of the Ht^me Kdncntlnn ” Merits have been 
specially prepared to embody the distinctive teaching of the 
P.N,E,U,; therefore a large number of questions will beset 
upon those volumes in each examination of the course : the 
chapters bearing on each of the subjects indicated in each 
syllabus must be prepared. 


The attention of members is called to the New Course of Reading, 
which is free to all tnembErs of the Union, It is confined to the iisthic- 
ti'ut teaching of the Union, and therefore to the volumes of the ' Home 
Edueat\ou * Series, the contents of which have been specially prepared 
from time to time for the Use of the Petrenls^ Naiiomd EdueaUonal Union. 
The method of these volumes is a progressive amplification of the 
principles of the Union. It is, therefore, desirable that the books should 
be studied in numerical order.* Each volume will be furnished with a 
full table of contents and with numerous questions which should aid the 
reader in self-examination. On application to the OiEce a form may be 
had which runs as follows 

T have read the following volumes . , 4. i. . of the Home 

Education Series, and am satisfied of my mastery of the principles 
advanced in them by my ability to answer fully and exactly the 
questions appended to each.* 


This form shonJd be returned to the OlBce, and the reader would then 
he entered on the list of * qualified mem hers ' of the F,N,E,Ui'' (See 
P,iV,E.C;. La 


Members o M E.C. who satisfy the above conditions should write 
to the Secretary for the form for " qualified members.*' 

Many of the books mentioned in this Programme can be 
borrow'ed from the P,N,E,U. Library, 26, VicLoria Street, 
London, S.W,, but as books are chosen which should be a 
pos,session to mothers it is very much better to buy the books. 
The student is free to underline, make marginal notes, etc,, 
in her ovvn hooks as she could not do in borrowed volumes. 

The books mentioned can all be obtained, at the prices 
quoted, from G. j. Glalsher, 58, High St., Notting Hill Gate, 
London, W. 


I. Home Edneation. 2. Pfircnts and CkHdrcn, 3. School Editatfiott. 
PrticOra/ Edtiecitmn. 5. OHrseives, Oitr Soitls und Bodies. 
l‘ubh.shed by Kegan Paul & Co., price 3s, 6d. ca.oh- 


P.N.E.U. READING COURSE, 


(Signed) 
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Parents’ National Educational Union, 


Mothers’ Educational Course. 


(Three Years.) Third Ymr. 


To 


2 . 


L DIVINITY. 

hdp Mothers to gim such teaching as should confirm their 
children in the Christian Religion. 

The Bible* The Gospel of the Rcsnrreciion^ by Bishop 
Westcott {Macniillaii, 4/6). 

From Jeremiah to the time of Christ* The Psalms. This 
part of the Bible, to be read with Clews to Holy 
Writ, by M. Petrie (Hod tier Sc Stoughton, 1/6)* 

Illustrations of the period- Egypt and Syria, by J. W. 
Dawson ; Assyria, by Professor Sayce; Bahylonian 
Life and History, by E. A. Wallis Budge. (All, 
R.T.S., 1/6 each), or, better than these three, Light 
from the East, or the Witness of the Monuments, by 
the Rev. C. N. Ball (Eyre & Spottiswoode, 9/-)* 

The Gospel of S. yohn, by Bishop Westcott (Murray, 7/1 1}* 

fa ) The Sunrise of Revilaiion , — by Miss M . Bramotot i 




Schools, by 
Elementary 

Prayer, by Maclear and Procter (Macmillan, ; 

(d) A First Class-Book of the Catechism (Mac 
millan, {c and optional.) 




-( Ml i il.i}, ' j/ ) i fb) Religous Teaching in Secondary 
G, C. Bell tMacmillan, 2/8); fc) An 
InirodHctlan to the Book of Conitnon 




II. PHYSIOLOGY AND HEALTH. 

To give the knowledge necessary for the care and development 
of children in sickness and health. 

1. The Brain and Nervous System. Chapters on these 

subjects in Mental Physiology, by Dr. Carpenter ; 
Lessons in Elementary Physiology, by Professor 
Huxley (Macmillan, 3/5), chapters vii.-xii. 

2. The Eaws of Health. Sanitary Work, by C. Slagg (Crosby 

iS: Locltwood, 2/6). 

* 3. Health in Schools, by Clement Dukes, M.D. (6/9)* 
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in. MKNTAL AND MORAL SCIENCE AND 
EDUCATION. 

To show Iht prmtipUs of Edncniion ami methods based on 
these principles. 

i. Mental PHVsiOLOGY, 4* 

a. Chapters in the *^Home Educaiioir Series. 

Physiology^ by Dr. Carpenter (Kegan Paul & 
‘ Co., 9/-), Book fl, 

Q , Xhomsoo s Laws of Phoughl (Ejongnians), (omitting 

chapters on Logic). 


2 . Ethics. 


fl, Chapters in the ^'Home Educalion*' Series, 

Moral Instruction of Children, by Felix Adler 

{Arnold, 4/6J. fSee Review in Parents and Clnldren), 
f, s 4 gn o nim, by CahOn L IL Skihm (Longmans , 

J/ '■ 


S Plato’s Republic, edited liy Lewis Campliell {Murray, 

1 / 6 ). 

S " «. Coleridge’s The Friend (Bell, 3/6). 


a. Chapters in the '‘Home Education" Series, 

b, Edttcation from a National Sltandpoiiit, i)yA. Fouillfie, 

translated by Greenstreet (Arnold, 7/6), 

p, firfwf . ^ i parj? Tiieoriest by Q- B r o Tmi ng (Kegaii Pau l. 

4. Education. Teaching^ ^ 




«, Chapters in the "Home Edtccalion" Series. 

Jl, Physiography, by Professor Huxley (Macinillan, 

~!r,L ^ of Evi.i\d uy LiA, II. Q. Aiuoltl Fiiis t e r 
(Cassell, i/J)T' 


d, Wutorim da Fellre, by W. H, Woodward (Cambridge 
-1 rcsS| a/qj* 


ri, d. 
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IV NATURE-LORE AND THE ELEMENTS OF 
SCIENCE. 


To euablt Mothers to awoken their C/n'Wwn’s interest in 
Nainre and to give them their first ideas. 


r«ElementB of Botany. CIml,ters on Modern Botany, by 
professor P. Geddes (University Manual, 3/8). 


3. Objects of the Seashore. 1 he Seashore, by Fiirneaux (Long- 

mans, 6/-). 

, 7"/^^ Studv of Auhtial Life, by Professor ]. A. Thomson 

^ (University Extension Manual, 3/9). 

^ Geikie's Outlines of FltUl Otology {Macmillan, 

c Ihe l^tory of the Htavms^ by Sir R. Ball (Cassell h Co-, 
7 / 1 1 )- 







h 

XI^ 


Tlie use of the test questions in the “ Home 

Ediicatiom" Series will show the student what portions of 
each volume it is necessary to re-read. 


The work for the third year is in advance of that of the 
second. 

The final examination will touch the principles gathered 
throughout the course, but will cover the text books of only 
the final year’s study. 

The ^‘Nature Lore” for the third year’s course is intended 
to put Mothers in touch with the thought of the day- 

Much of the matter is familiar; but it is one thing to 
read a work carelessly, and quite another to study it definitely 
with a view to examination. 

The year’s work may be done by reading at the rate of 
about 100 pages a week for ten months- The order of this 
reading is left to the student. 

The examinations will fall twice a year — the first week 
in futte and the first week in Dcceniber : when examination 
papers will be sent to the students- 

An examination can always be postponed by writing to the 
Secretary, House of Education Ambleside, at least a week 
before the months of June and December. 
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The final examination on Human Physiology and Hygiene 
will be for the diploma of the Ntiiionni Health Society. 

Fee. Entrance Fee» a guinea. 

The first half of each of the works set for study will he 
examined upon in the first exaraination, except in the case of 
the Home Ediicdiion Series. 

The volumes of the Home Education Series have been 
specially prepared to embody the distinctive teaching of the 
P.N.E.U. ; therefore a large number of questions will be set 
upon those volumes in each examination of the course : the 
chapters hearing on each of the subjects indicated in each 
syllabus must be prepared. 


‘■ The attention of members is called to the New Course of Heading, 
which is free to all members of the Union. It is confined to the distinc- 
tive teaching of the Union, and therefore lo the volumes of the ‘ Home 
Education ' Series, the contents of which have been specially prepared 
from time to time for the use of the Paretits' NaUmmi Educatimai Vniou. 
The method of these volumes is a progressive amplification of the 
principles of the Union, It is, therefore, desirable that the books should 
be studied in numerical order,* Each volume will be furnished with a 
full table of contents and with numerous questions which should aid the 
reader In self-examination. On application to the Olfice a form may be 
had which runs as follows : — 

■ I have read the following volumes . ..... of the Home 

Education Series, and am satisfied of my mastery of the princlpfes 
advanced Ln them by my ability to answer folly and exactly the 


This form should be returned to the Office, and the reader would then 
be entered on the list of ‘ qualified members* of the P.N.E.U.*' (See 
P.N.EV. Leaflet). 

Members of the M.E.C. who satisfy the above conditions should write 
to the Secretary for the form for qualified members.^' 

Many of the books mentioned in this Programme can be 
borrowed from the P.N.E.U, Library, Victoria Street, 
London, S.W., but as books are chosen which should be a 
pos.session to mothers it is very much better to buy the books, 
rhe student is free to underline, make marginal notes, etc., 
in her own books as she could not do in borrovved volumes. 

The books mentioned can all be obtained, at the prices 
quoted, from G, J, Glaisher, 58, High St., Notting Hill Gate, 
London, W. 


I 


P.N.E.U. READING COURSE. 


questions appended to each.' 


(Signed) 



c. HoYite Edneaiioti. 2. Pareuti and Children, 

Hi E7 .V . . 


2. Pareuti and Chihiren, j. Sehaa! Editcaiian. 
\teatiim, 5. OursHves, Our Souls aiiJ Bodies. 
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Parents’ National Edncatlonal Union, 


Mothers ' ' EJileaftc^l Course 

Ti^ ~ 

(faBKB- Years)* First Year, 

L— DIVINITY* 

Xo help ^ir £ such teaching as should confirm their 

1, The Old Test^meiU consiclered as a progressive^ev elation 
of God. C 

{if /'fij/j i ' IPV/^iuhy ' Potrip (Hotldoi Jm SioO^h- 
1/6) and Tht' Bthlc CommLniLUj , siJU i ) (i)* 


b, 

The New Testament, as a Eevelatioii of Jesus Christ. 
Saviour of the Worlds Voh (Kigali Paul 

> " 


4 * 




The 
2/6) witii 
2 / 8 ). ^ 


in: 


5 . 


e* 


T/ie Gospel History (University PresSj 
Tfie histories of the Pentateuch. 

а, Clo f» s la Holy Wri i. Crtis l-fwU^ 

h J ifr nfid f^f (11 T 1/-). ^xA'tJ%£ 

c, Bible Comtneniaryf by J. E. Drummelow (Macmillaii, 
7/6). 

The Gospel of S. Luhe, 

J Tke^ Simly of the Gmpeh^ by Beau J. A.- Robin d o n 
(Longmans, z/tj). O^AALAfl-^A«^AJ4lu^ 

б, Stanley’s and Pitiesiiue (Murray, 1/-). 

Cj The Gospel of the Kingdom of Heaven ^ by F. D. 

Maurice (Macmillan, 2/8) with The Bible Conimeutarj, 
df The Life and Times of ^esJis the Messiahj by A. 

Edersheini (Longmans, 6/-) ; first half. 

The Bible and Modem Kesearcb. 

rt, Prof. Sayce's Fresh Light from Ancient Monuments 
(H.T,S., 1/“)- 

£j, How we got our Bible ^ by \Y. Paterson Smyth 
CB.T.S., 1/-). 

c, Stanley’s Sinai and Palestine, 

Practical Teaching of Beligiou. 

n, Chapters on religioua teaching iu Parents and Children , 
by Q. M. Mason (Kegau Paul & Co., 3/6), 
b^ 'H a w to use Iht Pmyc / — Boo A' — ( opiiomtl) by M r s . 


iWu. V> 




7, The With the Coosclence, the Dmu© Life in the Child* 

a. Home Editcathtt (Kegan Paul 3: Co*, 3/6)* 

8* The Spirii of Dhdpline, hj Fi'aucis Paget, I>*D* (Long* 
mmBt 4/-)* 

For reference : Helps to the Study of the Bible (Oxford 

Press, from 1/-), and, as a short bibliography, 

6, The Religiaiis Instniciion of Children at Homey by E* 
Barker (Gardner Darfeon, 1/-)* 

iL_ physiology and health* 

To give the knowledge necessary for the care and development 
of children in sickness and health . 

1* The Organs of the Body and their Functions, 

ay Elementary Fhyswlogy for SchoolSy by A, T. Schofield, 
M.D. (CasseU, 1/4). 

b. The Little Red MannikUi, by Owen Lankestar (Allman 

k Sons, 2/-)* 

2* Laws of Health and Care of the Sick* 
a, Blackie's Elementary Hygiene (1/6). 
by Perfect Health for Women and Children^ by E* 8. 
Chesser (Methuen, 8/6). 

III.— MENTAL AND MORAL SCIENCE AND 
EDUCATION. 

To show the pnticiples of Education and Methods based on 
these prhtciples, 

1* Mentai* Physiology. 

a. Primer of Psychoiog}i, by Ladd {Longnmns, 4/2). 

h, Halleck’s Education of the Central Nervous System 
Macinillan, 4/6), chapters 1-5* 

Cf Chapters on Habitj etc*, in Home Education. 

2, Ethics. 

rt, Ourselves, Our Souls and Bodies. Part I. 

b. Stray Thotighis for Mothers and Teachers, by L* M. 

Soulsby (Longmans, 2/6). 

c. Home Education. 

B* EotrcATioN : Theory of. 

a, Home Education. 

b, Parents and Childre 7 t. 

c, Levana, by Elcliter (transkted by Miss S. Wood, Swan 

Sormenschein, 2/8), 

4* Education : TfiAcmNo. 

n. School Education, by C. M. Masoa (K.-fjan Paul, 3/6). 

, b. Chapters on Teaching iu Home Education. 


\a 3cmc34^ 


IV,— NATURE-LORE AND THE ELEMENTS 
OF SCIENCE. 

To emhk Mothers to awaken their Children's interest in 
Nature and to gii^e them their first ideas* 

1* Bkmejits of Botany* Oliver’s Lessons in Elementary 
Botany (Macmillan, 8/^)* 

2. The Year’s Wild Flowers (of the neighbourhood), painted 

and described. John’s Flowers of the Field (Rout- 
ledge, 7/6). 

3, Star-Land, by Sir E. Ball (Cassell, 6/8). The Constella- 

tions (Gall & Inglis, 9d.). 

4, This World of Ours, by H. Arnold -Forster 1/11) . 

5, First Year of Scientific Knowledge ^ by Paul Bert (Eelfe 

Brothers, 2/8). 

6. Ethies of the Dnst, by John Buakm (Dent, 1/-). 

7. A Nature Study Guide, by Funieanx (Longmans, 8/6). 


The work for the first year is elementary and not dMcult. 
It fairly covers the principles of, and suggests good methods 
for the physical, moral, mental and religious training of 
children ; and includes the knowledge necessary to give tihem 
their first inspiring ideas about the natural world. Every word 
in each of the books set is not offered to students as the 
teaching of the P.N.E.U. Some degree of sifting and personal 
selection is required. 

Much of the matter is familiar ; but it is one thing to read a 
work carelessly, and quite another to study it definitely with a 
view to exammation. 

The year’s work may be done by reading at the rate of about 
100 pages a week for ten moiuhs. The order of this reading is 
left to the student. 

The examination will fall twdee a year^ — the first week in 
yttne and the first week in December ; when examination 
papers will be sent to the students. 

An examination can always he postponed by writing to the 
Secretary, House of Education, Ambleside, at least a week 
before the months of June and December. 


‘-1 Cfy>c, 


The fiual esamiiiation oti Human Physiology apiJ Hygiene 

win be for ihe diploma of the Nfftiojial Health Society, 

Fee, Entrance Fee, a guinea. 

The first lialf of each of the works set for study will be 
examined upon in the first examination, except in the case of 
the “ Home Education " Series, 

The volumes of the Home Educfttion Series have been 
specially prepared to embody the distinctive teaching of the 
P.N.E.U. ; therefore a large number of questions will be set 
upon those volumes in each examination of the course : the 
chapters bearing on esoii of the subjects indicated in each 
eyllabiis must be prepared. 


P.N.E.U. BEADING COURSE. 

"The attention of Members is called to the New Course of Beading, 
wbidi is free to all members of the Dnion, It is confined to the dhiine^ 
nV teaching of the Union, and therefore to the volumes of the 'Home 
Education ' Seriis^ the contents of which have been spec is Hy prepared 
from time to time for the use of the Parents' Naihuat Educiitiottal (/nion. 
The meUiod of these volumes is a progressive amplification of the 
principles of the Union. It is, therefore, desirable that the books should 
be studied in numerical order.* Each volumo is furnished with a 
full table of contents and with numeroua questions which should aid the 
reader in self-exammation. On appilealion to the Office a form may be 
had which runs as follows : — 

‘ I have read the following volumes ...... of the Home 

Education Series, and am satisfied of mj mastery of the principles 
advanced in them fay my ability to answer fully and exactly die 
questions appended to each/ 


(Signed) 


This form should fae returned to the Ofirce, and the reader would then 
he entered on the list of ‘ qualified members * of the P N E U fSee 
P.N.E.U, Lra/w;. ^ 

of the M.E.C. who satisfy the above conditions should write to 
the becretary for the form for " qualified members/* 


Many of the bookjs mentioned In tins Piogramnie can bs 
borrowed from the RN.E.U. Library, 20, Victoria Street, 
Londoi), b.A\ but as books are chosen which should be a 
possession to mothers it is very much belter to buy the books, 
TJie student is free to miderline, make marginal notes, etc., in 
her own books as sbe could not do in borrowed vol times. 


The books mentioned can all be obtained, at the prices quoted, 
from tbe I .N.E.U. Office, 26, Victoria Street, Loudon, S.W. 


♦ 1 . HomeEducalhn 2 . Parents* and children. 3 . Sehaol Educaiion. 
tf ^ tiodies. . 5 . Some Studies in the Formation 

of LharaeUr ^kegan Paul Sc Cb.. Ss. tSd. each). 
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Parents’ National Educational Union, 


Mothers’ Educational Course. 


(Three Years). Second Year, 

L— DIVINITY- 

To help Mothers to ghe such teaching as should confirm their 
children in the Christian Rdigion. 

I. The Apostles’ Creed* The Historic Faith., by Bishop 
Westcott (Macmillari, 4/6)* 

2* David, Solomoii. The Prophets, 

n, As arranged in Cletm to Holy Writ (Hodder & Stoogh' 
ton, 1/6). Read the passages in the Bible. 

Zi, Prophets and Kings^ by F, D* Maurice {Macmillan, 

^/S), 

c. The Damn of Reflation ^ by Miss M* Bramston 
{Simpkin 8 c Co., 5/-). 

3. Illostrations of period, 

n, The Times of Isaiah^ by Prof. Sayce, 1/6. 

Assyria^ by Prof. Sayce, 1/6, 

c, Babylonian Life and History ^ by E. A. Wallis Budge, 

r/6, (All, R.T.S.) 

4. Practical Teaching of Religion. 

a. Chapters on religions teaching in Home Education 
Parents and Childretu Ourselves^ our Souls and 
Bodies^ by C. M. Mason (Kegan Paul, 3/6 each). 

The Natural Religion., by the Rev. V. Staley (Mow- 
bray & Co., i/-], 

£:, Horn to n&e the Prayer Book^ (optional), by Mrs. 
Romanes (Longmans, 2/-). 

d. Pastor Pastorum^ by Rev. H* Latham, (Bell, 4/11). 

For reference: Helps to the Study of the Bible ( 0 ?tford 
Press, from 1/-), 


’Gg'od but not evajigeUcaL 


IL— PHYSIOLOGY AND HEALTFL 


^ nj <L 


To give the knowledge necessoey for the care mid development 
of children in sieknese and health, 

1. The or^^! ns of the body and their functions, 

a. Lessons in Elenienitiry Physmlogy^ by Professor 

Huxley {Macmillan, 3/5}, chapters i.-vi. 

The Little Red Maunihin, hy Owen Lankester (All- 
man, 2/-). 

2, Laws of health and care of the sick, 

rt, Lcetitres on Nursing, by E, C, Luckes (Kegan Paul 
& Co., 3/9). 

b, The Preservation of Health, by Clement Dukes, M.D. 

(Longmans, 5/-). 

III.— MENTAL AND MORAL SCIENCE AND 
EDUCATION.- 

To show the principles of Education and Methods based an 
these principles, 

I , M E N TA L Ph YS 10 log Y* 

n. Parents and Children, by C. M. Mason (Kegan Paul & 
Co., 3/6). 

b, Carpenter’s Mental Physiology, Book I. (Kegan Paul 
& Co., 9/-), 

C, The Education of the Central Nervous System (Halleck), 
lectures vi.-xii. (Macmillan, 5/-). 

2* Ethics. 

fr, Parents ami Children and Ourselves, Our Sotds and 
Bodies, 

b . e ]Ua k i ng of Cha racier, by J , M acC u o n ( Ca m bri dge 
Umversily Press, i/ii), 

c. A Survey of English Ethics (Lecky), edited by VV. A. 

Hirst (Longmans, 2/8), 

3- Education, Theory of, 
a. Parents and Children. 

h, Emile, edited by Jules Steeg (Heath & Co., i/6). 

Quick s Educational Pefornters (Longinaus, 2/8). 

d. Pour Soc ratio Dialogues (Oxford Press, 3/6). 

4" Education. Teaching, 

a. The Herbartian Psychology applied to Education, by 
J. Adams (Isbister, 2/8). 



h The Trainhtg of Tencherii, by Professor Laurie 
(Cambridge Press, 4/6). 

c Esstiys itt Pmcticnl Education, by C, M. Mason 
(kegan Paul, 3/6). 


jy _ NATURE-LORE AND THE ELEMENTS 
OF SCIENCE, 

To enable Mothers to awaken their Childntds interest in 
Nature and to give them their first ideas, 

I* Elements of Botany, Flowers, Fruits, and Leaves, by 
Sir J, Lubbock (Macmillan, 3/5). 

2, The Year’s Wild Flowers (Qfthe neighbourhood), mounted 

and described, John's Field Fhioers (S,P,C.K., 
5/8), or Ann Pratt’s Wild Flowers (S-P,C.K., 2 vols*, 
6/- each h 

3, The Year’s Birds described, A Year with the Birds, by 

W^ard Fowler (Macmillan, 2/6). John's British 
Birds and their Haunts (S,P.C,K., 3/9), 

4* A Text-book of Geology, by W, J. HarrisoTi (Bbckie, 2/*), 

5, Elemcntarj Lessons in Astronomy, by Lockyer (Mac- 

millan, 4/2), 

6, House, Field and Garden, by L. C, Miall (Arnold, 4/^)- 


N.B* — The use of the test questions in the “ Home 
Educatlom Series will show the student what portions of 
each volume it is necessary to re-read. 

The work of the second year is less elementary and 
more difficult than that of the first. It fairly covers the 
principles of, and suggests good methods for, the physical, 
moral, mental, and religious training of children [ and in- 
cludes the knowledge necessary to give children their first 
inspiring ideas about the natural world. Every word iu each 
of the books set is not offered £0 students as the teaching of 
the P.N.E.U. Some degree of sifting and personal selection 
is required. 

Much of the matter is familiar ; but it is one thing to 
read a work carelessly, and quite another to study it definitely 
with a view to examination. 

The year’s work may he done by reading at the rate of 
about IDO pages a week for ten months. The order of this 
reading is left to the student. 

The examinations will fall twice a year— the first week 
in and the first week in December; when examination 
papers will be sent to the students. 
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before the months of June ?uid Deeetnber* 


The ftuai examination on Human Physiology and Hygiene 
will be for the diploma of the Ntdional Socuiy, 

Entrance Fee, a guinea. 

The first half of each of the works set for study will be 
examined upon in the first examination, except in the case of 
the ** Edttciiiwfi * 

The volumes of the ** Home KductUton ” Series have been 
specially prepared to embody the distinctive teaching of the 
P,N.E,U* ; therefore a large number of questions will be set 
upon those volumes in each examination of the course : the 
chapters bearing on each of the subjects indicated in each 
syllabus must be prepared. 


The attention of members is called to the New Course of Reading, 
which is free to all members of the Union. It is coa fined to the distinc- 
iivf teachiog of the Union, and therefore to the volumes of the ' Home 
Edueafiou ' Series, the contents of which have been specialty prepared 
from time to time for the use of the Parents* Natimiat Educatmuil Unwu, 
The method of these volumes is a progressive amplification of the 
principles of the Union. It is, therefore^ desirable that the books should 
be studied in numericaJ order.* Each volume will be furnished with a 
full table of contents and with numerous questions which should aid the 
reader in self-examination. On application to the Office a form may be 
had which runs as follows 

■1 have read the following volumes , , * , . , of Home 

Education Series, and am satisfied of my master^'' of the principles 
advanced in them by my ability to answer fully and exactly the 
questions appended to each/ 


This form should be returned to the Office, and the reader W'ould then 
be entered on the list of 'qualified members' of the P.N.E,U/' (See 
P.NE.U. Lei 


Members o M.E.C. who satisfy the above conditions should write 

to the SecretEiry for the form for *' qualified members." 

Many of the books mentioned in this Programme can he 
borrowed from the P,N,E,U. Library, 26, Victoria Street, 
London, SAV,, but as books are chosen which should be a 
possession to mothers it is very much better to buy the books. 
The student is free to underline, make marginal notes, etc*, 
in her own hooks as she could not do in borrowed volumes. 

The hooks mentioned can all be obtained, at the prices 
quoted, from G- J* Glaislier, 58, High St., Netting Hill Gate, 
London, W* 


P*N*E*U. READING COURSE* 


(Signed) 
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Parents' National Educational Union, 


Mothers' Educational Course. 


(1 HKEE Yeaes.) Third Year^ 


L DIVINITY, 

To help Mothers to give such teaching ns should confirm their 
children in the ChrisUan Religion. 

1, The Bible, The Gospel of the Resurrection^ by Eishoo 

Westcolt (Macmillan, 4/6). 

2, From Jeremiah to the lime of Christ, The Psalms, This 

part of the Eible, to be read with Clews to hloly 
IVrit^ by M, Petrie (H odder Si Stoughton, 1/6)* 

3* Illustrations of the period, and Syrinx by J* W, 

Dawson; ^ by Professor Say ce : Babylonian 
Life and r-Ihtciry, by E. A, Wallis Budge, (All, 
R.T,S,, 1/6 each), or, better than these three, Light 
or the Witness 0/ the Monuments^ hy 
the Rev, C. N, Ball (Eyre & Spottiswoode, 9/-), 

4, The Gospel of 5 . by Bishop Westcott (Murray, 7/1 r), 

5. (aj The Sunrise of Rtvehiium, by Miss M, Bramston 

{Murray 5/-) ; (h) Rdigous Teaching in Secondary 
^hools^ by G. C, Bell (Macmillan, 2/8); 1 c) An 
Elementary Introductioji to the Book of Common 
Prycr, by Maclear and Procter (Macmillan, i/it); 
(dj A Fu'si Class-Book of the Catechism (Mac- 
millan, 6d.l- [c and optional,) 


II. PHYSIOLOGY AND HEALTH, 

To give the knowledge necessary for the care ami devehpment 
of chddreu in sickness and health. 

I. rile Brain and Nervous System. Chapters on these 
subjects in MtHial Physiology, by Dr. Carpenter ; 

Physiology, by Professor 
uxley (Macmillan, 3/5), chapters vii.-xii, 

'>)' C- SI-S8 (C-o.l.y 

3 . Health in Sehooh, by Clement Dukes, M.D. (6/9). 
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III. MHNTAL AND MORAL SCIENCK AND 

education. 

To ^how the principles of Education and methods based on 
these prittciphs. 

I* lilENTAi. Physiology. 

rt, Chapters in the ^^Home Ediicatioir Series. 

Mental Physiology ^ by Dr. Carpenter (Kegan Paul & 
Co,, g/-), Book JL 

€y Thomson’s Laws of Thought (Longmans), (on>itlm£r 
chapters on Logic)* 

2, Ethics. 

a. Chapters in the *‘*Home EdHcaiion'' Series. 

Moral Instruction of Children^ by Felix Adler 
(Arnold, 4/6). (See Review in Parents and Children], 

c. Pastor Agiwmm, by Canon I. H, Skrine (Longmans, 

3/9)- 

d, Plato’s Republic t edited by Lewis Campbell (Murray, 

1/6). 

Coleridge’s 7 ' he Friend (Bell, 3/6). 

/, Ourselves, our Souls and Bodies, Part IL 

3. Education, THEoiiY of* 

a. Chapters in the ^^Hoine Educatwid' Series, 

b, Educalion from a National Stand point, by A* Fouillee, 

translated by Greenstreet (Arnold, 7/6}* 

£, Educational Theories, by O* Browning (Kegan Paul, 
2/8). 

4* Education, Teaching* 

a. Chapters in the ^Mlome Education” Scries, 

b. Physiography, by Professor Huxley (Macmillan, 4/6). 

r. Laws of Everyday Life, hy H, O* Arnold Forster 
(Cassell, 1/2), 

d, Viitorhio da Feltre, by W. H, Woodward (Cambridge 
Press, 4/6). 


t_ it c 3 ^ 5 " 


IV. nature-lore and the elements of 

SCIENCE. 

To enable Mothers to awaken their Chiltiren’s interest in 
Nuiitre and to give them their Arst ideas. 

1 Elements of Bot.wy. Chapters on Modern Bot<my, by 
Professor P. Geddes (University Manual, 2/8). 

2. Objects of the Setishore. 1 he Seashore, by F urneaux (Long- 

mans, 6/-). 

3. The Study of Animal Life, by Professor J. A. Thomson 

(University Extension Manual, 3/9). 

4. Geikie’s Outlines of Field Geology (Macmillan, 2/8). 

5. The Story of the Heavens, by Sir R. Bail (Cassell & Co., 

7 /ii)- 


N.B. — The use of the test questions in the “ Home 
F,duentiom ” Scries will show the student what portions of 
each volume it is necessary to rc-read. 


The work for the third year is in advance of that of the 
second. 

The final examination will touch the principles gathered 
throughout the coursej but will cover the text books of only 
the final year’s study. 

The “Nature Lore” for the third year's course is intended 
to put Mothers in touch with the thought of the day. 

Much of the matter is familiar; but it is one thing to 
read a work carelessly, nod quite another to study it definitely 
with a view to examination. 

The year’s work may he done by reading at the rate of 
about 100 pages a week for ten months. The order of this 
reading is left to the student. 

The examinations will fall twice a year — the first week 
in and the first week in December ; when examination 

papers will be sent to the students. 

An examination can always be postponed by writing to tlie 
Secretary, House of Education Ambleside, at least a week 
before the months of June and December. 
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The final examination on Human 
,:ii t,„ th« rfitiloni" 'hft Nalioital Heallh ^)oclet^ . 


Fee. Entrance Fee, a guinea. 

The fir-Jt half of each of the works set for study -will be 
examined upon in the first examination, except in the case of 
the “ Home " Series. 

The volumes of the " Ho>ne F.ducoiion ” iSerius have been 
specially prepared to embody the distinctive teaching of the 
R N.E.U. ; therefore a large number of questions will be set 
upon those volumes in each examination of the course : the 
chapters bearing on each of the subjects indicated in each 
syllabus must be prepared. 


P.N.E.U. READING COURSE. 

'■The aueution of members is catted to the New Course o£ R^ing. 
which is free to all members of the Union. It is confined to the 
/fW teachitig of the U men. and therefore to the volumes of the ^ Home 
Editcathti ' Scries, the contents of which have been specially prepared 
from time to time for the use of the Parents^ Nathtuit Educetltoual Uiiwn. 
The method of these volumes is a progressive amplificsUmn of the 
principles of the Union. It is, therefore, desirable that the books should 
be studied in numerical order,* Each volume will be furnished with a 
full table of contents and with numerous questions which should aid the 
r^der in self-examination. On application to the Office a form maybe 
had which runs as follows : — 

' I have read the following volumes * * . , , * of the Home 

Editcafimi Series, and am satisfied of my mastery of the principles 
advanced in them by my ability to answer full)^ and exactly the 
questions appended to each.' 

(Signed) 

This form should be returned to the Dffice,^ and the reader would then 
be entered on the list of ‘ qualified members* of the P.N.E.U/' {See 
P.N.EM. Leaflet), . 

Members of the M.E.C. who satisfy the above conditions should write 
to the Secretary for the form for qualified members/’ 


Many of the books mentioned in this Program ine t^n lie 
borrowed from the P,N.E*U. Library, 26, Victoria Street, 
London, SAV,, but as books are chosen which should be a 
possession to mothers it is very much better to buy the books. 
The student is free to underline^ make marginal notes, etc,, 
in her own books as she could not do in borrowed volumes* 

The hooks mentioned can all be obtained, at the prices 
quoted, from G, J. Glaisher, 58, High St*, Hotting Hill Gate, 
London, W, 


* 1, Home Educatitm. 2. Parents aftd Chiidren. 3. School Edneatiou. 
4. Essays lu Pmcttcai Eduettiioti, 5. OHrsflves.lOnr Souls and Bodies, 
I'ubliiihed by Kvgan l^aul & Co., price 35. 60 each- 
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EDUCATION AI 



M f l TTIEKrt ' 

A m IT ' 

_ XHHgg Yli*ps. 

Ite help Methora to g i v e t h^f^Yridrew such teaching as should confinri 
^ thorn in the Christian Religion. 


/ 1 T o the knowledge necessary for the care and development of 

^ children in sickness and health* 

w; 


P.Vi. 


To I car h the principles ofy Education^ and methods based on those 
principles. 

T o eiiahlL MuLlieiS lu awk T tg j r t t re t i uliildieids in t e ; fest m,^a nd-gtve 
th em » h« i fiMl iilcas of, Nnto r e. ^ 


“/ 


The work f^r ninmnnt-ii->r atid nftt HTfhmO *. — ^ fairly 

^ covers the principles of, and suggests good methods for, the physical, moral, >wd<o4^ 
y^ mental, and religiovis training of children; and inclndes the knowledge 

necessary to give them their hrst inspiring ideagv ^ o at tho naktrol wori^j ^ 

Much of the matter is Familiar ; but it is one thing to read a work care- vL 

lessly, and quite another to study it dehnitdy with a view to exatnination. 

The year's work may be done by reading at the rate of about 100 pages 
a week for ten months. The order of this reading is left to the student. 

wni-L- Tfin fxvn ypar< griidinlly imun ^ m n ill 

h»t npvpr vf^ry arifl. 

The examinations fall twice a year — in the first week in June and the 
first week in December ; examination papers will then be sent the- 
■st udent! ^ .— ^ 


The final examination on Human Physiology and Hygiene is for the 
diploma of the Naiional Health Society. 

He e for the Cuuise (payable to th o- Seorot a ry , Hnnsp nf KdiirarioH y 
Amblcaidi. ) , UihJ ghlneaT 

The first half of each of the works set for study in a giverii y e ar will be 
taken up in the first examination, - for that year . 

uf Uiu ' " WMlg g gfCTffrtJJ “ Jg y tgj ha v e betn apteially ' 
preparedtbs^mbody the distinctive teaching of the P.N*E,U* ; therefore 
a number of qimSry^s will be set upon those volumes in each examinatioii 
of the course* U advlLdhlu Lu lake 11 u; fulluwiug “ rvN.BiU . 

R e ading Goufoe (fict lu &5 fi pfeparailUll fui the rullm Maihe rs 

S duc a Ho ntt l Co u r6 0 i — would find the lattc f Comr se 
gruat l y si» pkhod: 
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•' The attention of members U callerf to the Htw Covirno of Pending^ 
which is free to all members of the anio.y It is confined to the 
teaching of the Union, atrd therefore to (he volumes of the Ho«« E«f«eo- 

Han * Serfsd ttie r^ntents of which have been specially prepared from time 
to time forfe use of the PurenU* Naiionai Educational Union. The method 
of these volumes is a progressive amplification of the principles of the Union. 

It is, therefore, desirable that the books should be studied in numerical 
order.* Each volume is furnished with a full table of contents and with 
numerous questions which should aid the reader in sejf -examination. 0n- 
to the Offi c e n fnrm ^^hlLU iuiu^ ai; lullui i s ; 

^ I have read the following volumes of the 

EducaiioJi Series^ and am satisfied of my master^t^ontfie prin- 
ciples advanced in them by my abiUty^.^©-^ fully aJid 
exactly the questions appatid^Jo-'each.' 


(Signed) 


- This fonnjh^tdtrC^returaed to the Office, and the reader would then 
be entejed-^T"^ list of * qualified members ' of the P.N.E.U/' {See 

* 1. Home Educafion, 2. Parents and Children. 3. School Educatton. 
4, Essays in PracHcal Education, 5. Otirsdves, Oitr Souls and Bodies. 
Published by Kegan 3s. 6^. each. 

Members of the MuLh^a- j^ducationsd Course must belong to the 
P.N.E.U. Subscription, year, to include the Parents' Review, payable 

to the Secretary, 20, Victoria Street, London, S.W., .vL^i.l uLct 
applications £e the P.N.H*U, Reading Course should be mad^ 
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Parents' National EducaMnal Union. 


Educauonal Course. 


"ir$t Yrrtr. 




L— DIVINITY. 


To help Mothers to give such teaehmg as shortld conjirm ihelr 
S.-. children in the Christian Religion. 


1, 


Tlie Old Testament considered as a progressive Revelation 
of God. 

fl, Clews to Writ^ by M, Petrie (‘Hoddor k Stough - 

toiir^/ij) an d The Bible Commentary^ see 3 (c). 

Dwellers on the Nile (R,T,S., 1/-). 
g. The New Testament, as a Revelation of Jesus Christ. The 
Saviour of the World, Vol^I. (Kegan Paul, 2/C) with 
The Gospel History (University Press, 2/8). 

% The histories of the Pentateuch, 
a , Holy 

Life and Times of Joseph (ILT.S,, 1/-), 

A Bible Commentary, by J. E, Drummelow (Macmillan, 

The Gospel of S, Luke, 

a, The Study of the Gospels, b y Dean J. A. Rubin suit 
(Longtuaiia, 2/0 |t 


rn 


4. 


5. 


6 . 




b, Stanley's Sinai ajid Palestine {Murray, 1/-}, 

of ^f Hto ven F. IX 

Mauvk^-Mat^ffltllan , 2 / 8) w ith 77iff Bible Commentary, 
d, The Life and Times of Jesus the Messiah, by A. 

Edersheim {Longmaus, 6/-| ; fii-st lialf. 

The Bible and Modern Research. 

a. Prof. Say ce*s Fresh Light from Ancient Monuments 

(R.T.S., 1/*). 

b. How we got our Bible, by W, Paterson Smytli 

(R/T.S,, I/*). ^ ^ 

c. Stanley s Sinai and Palesthtc. 

Practical Teaching of Religion. 

a, Clmpters on religious teaching in Parents and CkHdren, 

by C, M. Mason (Kegan Paul & Co„ B/G). 

b. How to use the Prayer Book (optional) by Mrs- 

Romaues (Longmans, 2/-). 


H. 


Ld 
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7. The Will, the Conscience, the Divine Life in the Child, 
rt, Howe Education (Kegan Paul & Co., 3/G). 

8. The Spirit of Discipline, by Francis Paget, D.D, (Long- 
mans, %). 

For reference : a, Helps to the Study of the Bible (Oxford 
Press, from 1/-), and, as a short bibliography, 

6, The Religious Instruction of Children at Home, by E. 
Barker (Gardner Barton, 1/-). 

II.— PHYSIOLOGY AND HEALTH. 

To give the knowledge necessary for the care and development 
of children in sickness and health, 

1. The Organs of th^B.ocly.aLnd their Functions. 

Dt . a^ ^tanffitajy Physiology for Schools, by A. T; SclioiieLd, 

^ (-ettsseii, 1/4). 

The Little Red Mannikin, by Owen Lankester (Allman 

& Sons, 2/-). 

2, Laws of Health and Care of the Sick. 

Blackie’s Elementary Hygiene (1/6). 
b, Perfect Health for Women and Children, by E. S. 
Chesser (Methuen, 8/G). 

III.— MENTAL AND MORAL SCIENCE AND 
EDUCATION. 

To show the principles of Education and Methods based on 

these principles. 

Mental Physiology. 


a, Primer of Psychology, by Ladd (Longmans, 4/2). 
h, Halleck’s Education of the Central Nervous System 
Macmillan, 4/6), chapters'lT5?‘ I— . 7 S|f _ 

c. Chapters on Habit, etc,, in Home Education. ^(1 






IV. — NATURE-LORE AND THE 

OF SCIENCE. 


Bp 3 C/rj c 3^5. S 

ELEMENTS 


To enable Mothers to awaken their Children's interest in 
Nature and to give them their first ideas. ^ 

2. The Year’s Wild Flowers (of the neighbourhood), painted 
and described. John’s Flowers of the Field rPnnt. 
ledge, 7/6). 

3* ■ Sl’oif Lnun g f ^ -bji 311 ' ’ Tl! 


tioi^JG^^& Inglis, 9d.). 
if— ThiTWoi ' ld of Q wJ^y H. 


/ 

, paillUtJU 

lowers of the Field (Rout- 

The Constella- ^ 


6. 


.&eotheis, 2/3)'. 


^er4 -(Relfe 


oJL. 




Ethics of the Dust, by John Euskin {Der\t,TfJT i^/sxj 

A Nature Study Guide, by Furneaux (Longmans, 3/6). ' 


3. 




4. 


Ethics. * (“J 

a. Ourselves, Our Souls and Bodies. Part I. 

^i-Sizay..T]ioughts for Mothers -atid-Teachtrs, My L. M. 

Soulsby (Longmans. 2/6)-. 
r, Hmne Education. 

EniK^Ti^iNV^HEORY OF, 

a, Home Education. 

b, Parents and Children. ^ *2, 1 - %h 

c, Levana, by Richter (tran^ted by Miss S. Wood, Swan fCL.^ ^ 

Sonnenschein, 2/3). Uw |t 0 , , 

Education: Teaching. ^ 

alSchool Education, by C. M. Mason (K. gan Paul, 3/6). 
b. Chapters on Teaching in Home Education. 

ta|0 .n .. 




The work for the first year is elementary and not difficult. 
It fairly covers the principles of, and suggests good methods 
for the physical, moral, mental and religious training of 
children ; and includes the knowledge necessary to give them 
their first inspiring ideas about the natural world. Every word 
in each of the books set is not offered to students, as the 
teaching of the P.N.E.U. Some degree of sifting and personal 
selection is required. 

Much of the matter is familiar ; but it is one thing to read a 
work carelessly, and quite another to study it definitely with a 
view to examination. 

The year’s work may be done by reading at the rate of about 
100 pages a week for ten months. The order of this reading is 
left to the student. 

The examination will fall twice a year — the first week m 
yune and the first week in December; when examination 
papers will be sent to the students. 

An examination can always be postponed /vrRing to the 
Secretary, House of Education, Ambleside, at least a week 
before the months of June and December, 
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Til© fiiitl exaraiuntiou on Human Physiology and Hygisno 
will be for the diploma of Uie NatiQiial Health Soctetj. 

Fee. Entrance Fee, a gniiiBa. 


The first half of ©adi of the works set for study will be 
examined upon in the first examination, except in the case of 
the **Hom£ Education Scries, 


The volumes of the Home Edncaiwu ” Series have been 
specially prepared to embody the distinctive teaching of the 
P.N.E.U. ; therefore a large number of questions will be set 
upon those volumes in each examination of tlie course : the 
chapters bearing on each of the subjects indicated in each 
syllabus must be prepared. 


P.N.E.U* KEADING GOUESE, 

" The attention of Members ia called to the New Couree of Beading, 
which is free to all membera of the Union. It is conhoed to the Histinc- 
rfvtf teaching of the Union, and therefore to the volumeg of the ' H^me 
EdticatioH ■ Series, the contents of which have been specially prepared 
from time to time for the use of the Parents' Nathtml Edncaihnai Ujiion, 
The method of tliese volumes is a progressive amplification of the 
principles of the Union. It is, therefore, desirable that the books should 
be studied in numerical order." Each volume is furnished with a 
full table of contents and with numerons questions which should aid the 
reader in self-examination. On application to the Ofiice a form may be 
had which runs as follows 

* I have read the following volumes ...... of the Home 

Edueaiioti Series, and am satisfied of my mastery of the principles 
advanced in them by my ability to answer fully and exactly the 
questions appended to each.* * 

(Signed) 

This form should be returned to the Office, and the reader would th|p 
be entered on the list of ' qualified members * of the P N.E.U ” 

Leajlei), ■ i 

M.E.C. who satisfy the above conditions should write to 
tne aecretary for the form fov *' qualified members. 


Many of the books monfcioned In thiB Programme can be 
bon owed from the P. N.E.U. Library^ 20, Victoria Street, 
Loiiuoii, but as books arc chosen which should be a 

poBses.sjoii to mothers it is very much better to buy the books. 
iJie suideut is free to underline, make marginal notes, etc., in 
her own books as she could not do in borrowed volumes. 


The books mentioned caii all be obtained, at the prices quoted, 
from the P.N.E.U. Omce, 2G. Victoria Street, London, BAY, 


^ and ckHdrm. 3 . School Edneatiou, 


jiqpicfr-ic 'BUS 


Parents’ National Educational Union, 


Mothers Educational Course. 


(Three Years.) Third Year. 

I. DIVINITY. 

Mothers to give such teaching as cotijirm their 

" -^liildren in the Christian Religion. 

1 The Bible. The Goipd of the Resurrection, by Bishop 

Westcott (Macmillan, 4/6). 

2 From Jeremiah to the time of Christ The Psalms. This 

part of the Bible, to be read with Clews to Holy 
Writ, by M. Petrie (H odder & Stoughton, 1/6). 

I Illustrations of the period. Egypt and Syria, hy J. W. 

Dawson ; Assyria, by TCn 

Life and History, by E. Wallis Budge. (AU, 
R T S., 1/6 each), or, better than these three, LtgM 
from the East, or the Witness of the Monuments, by 
the Rev. C. N. Ball (Eyre & Spottiswoode, 9/-). 

4. The Gospel of S. John, hy Bishop Westcott (Murray, 7/1 1). 
s fa) The Sunrise of Revelation, by Miss M. Bramston 
(Murray. 5/')- (b) Religous Teaclnng tn Secondan> 
Schools, by G. C. Bell (MacimlLan, <<=) 

Elementary Introduction to the Book of Common 
Prayer, hy Mac! ear and Procter (Macmi Ian, i/ii): 
(d) A First Class-Book of the Catechism (Mac- 
millan, 6d.l. {c and d optional.) 

It. PHYSIOLOGY AND HEALTH. 

To give the knowledge necessary for the care and development 

of chiUlrm in sickness nnd healths 
t. The Brain and Nervous System, Chapters on these 
subjects in Mental Physiology, by Dr. Carpenter , 
Lessons in Elementary Physiology,^ by 1 rofessor 
Huxley (Macmillan, 3/5)1 chapters vin-xii* 

2. The Laws of Health. Sm.iiuO' Work, by C. Slagg (Crosby 

& Lockwood, 2/6)* 

3. Health in Sf^ools, by Clement Dukes, M.D. (6/9). 


I 


J Zcnic 



III. MENTAL AND MORAL .SCIENCE AND 
EDUCATION. 

To show the principles of Edncaiiott and methods based on 
these principles* 

j. Mental PHysioLocy* 

^7, Chapters in the ^^Home Educathur Series, 

b, Mental Phj^wlogj^^^ by Dr. Carpenter (Kegan Paul Sc 
Co,, 9/-J, Book IL 

'■ “Logkf. 

2. Ethics. 

a, Chapters in the "Home Ediec(itioa"^erfes 

“-y J''”* Adi.r 

; fSee Review in Parents and CTnldreni 

_ Aguorum, by Canon I. H. Slcrine (Longmans. 

d, Piano's Republic, edited liy Lewis Campbell (Murray. 

r, Coleridge's The Friend (Eell, 3/6). 

/, Ourselves, our Souls and Bodies, Part II. 

3* Education^ Theory of. 

Chapters in the "Home Education" Series 

c. Educational Theories bv n 

2/8). ’ y I^rowning (Kegnn Paul, 

4- Education. Teaching. 

». Chapl.„ i. ,1,. 

(Cassell, lya)" ^ ^ Arnold Forster 

Press.'4/6). '''^“odward (Cambridge 


I 
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TV- NATURE-LORE AND THE ELEMENTS OF 
SCIENCE, 

To enable Mothers to awaken their Children's interest In 
Natnre and to give them their iirst ideas. 

I, Elements of Botany* Chapters on Modern Botany, by 
Professor P. Geddes (University Mamaal, a/S)* 

Objects of the Seashore, The Seashore, by Fumeanx (Long- 
mans, 6/-). 

3, The Study of Animal Life, by Professor J* A. Thomson 

(University Extension Manual^ 3 / 9 )* 

4, Geikie's Outlines of Field Geology (Macmillan, a/S). 

5, Ihe Story of the Heavens, by Sir R, Bail (Cassell Sc Co*, 



— The use of the test questions in the *^^ Home 
Educatiom ” Series will show the student what portions of 
each volume it is necessary to re-read. 


The work for the third year is in advance of that of the 
second* 

The final examination will touch the principles gathered 
throughout the course, but will cover the text books of only 
the final year’s study* 

The “Nature Lore” for the third year’s course is intended 
to put Mothers in touch with the thought of the day. 

Much of the matter is familiar ; but it is one thing to 
read a work carelessly, and quite another to study it definitely 
with a view to examination* 

The year’s work may be done by reading at the rate of ^ 
about loo pages a week for ten months* The order of this 
reading is left to the student. 

The examinations will fall twice a year— the first week 
in June and the first week in December ; when examination 
papers will be sent to the students. 

An examination can always be postponed by writing to the 
Secretar>s House of Education Ambleside, at least a week 
before the months of June and December. 


I 
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The finnl examination on 
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syllabus must be prepared. 

P.N.E.U. READING COURSE. 


had which mns as follows 

'I have read the following volumes . .... . of the Home 

Educatimi Sprits, and am satisfied of my mastery of the principles 
advanced in them by my ability to answer fully and exactly the 
questions appended to each, * 


This form should be returned to the Olfice, and the reader would then 
be entered on the list of qualified tnembers' of the P.N.E.U. 
PM.E.U. UaptJ. ^ 

Members of the M.E,C, who satisfy the above conditions should write 
to the Secretary for the form for *' qu^ified members/’ 

Many of the books mentioned in this Pro^^ramtTie can he 
borrowed from the P.N.E.U. Library, 26, Victoria Street, 
London, S.W., but as books are chosen which should be a 
possession to mothers it is very much better to buy the books. 
The student is free to underline, make marginal notes, etc., 
in her own books as she could not do in borrowed volumes. 

The books mentioned can all be obtained, at the prices 
quoted, from G. J. Glaisher, 58, High St., Notting Hill Gale, 
London, W, 


' I. Hmnt Edncaiion. a. Paraitt ami Children^ 3. Scfiftol Eilattitiou. 
Essays m Practical Edacutwn, 5. Ourseivts^ Our Souis tmd Badic^, 
Published by Kegan Paul ^ Co., price 3s. 6d. each 


(Signed) 
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D. 

Parents’ National Educational Union, 


The Parents’ Union School. 


Conducted by CharlotU Af, Mawn^ House of Education^ 
Amhleside, 

(He shall) pray for the children to prosper life and 

good literature," — (Dean Colet). 

Motto : *' / am, / ctin^ 1 onghi^ 1 

One object of the Parents* Union School is to hdp 
parents whose children are taught at home, by mother or 
governess, in various ways : — 

Preliminary questions," framed to ascertain the physical 
and mental development as well as the attainments of each 
child are sent to members. Upon the answers to these the 
children are classified and a programme of work for a term is 
sent for each class in which the dsildren may be placed, to-’ 
getber with Thm-TnhUs, Regulniiom, Notes and Rules, At 
the end of a term the children s work is tested by an examina- 
tion, Examination papers are sent at Easter, Christmas and 
Midsummer. At Easter and Christmas the pupil*s work is 
sent up, and the parents receive a report upon it. For the 
Midsummer examination the work is not sent up, but the 
parents send their report. 

Children and teachers should profit by 

(а) A definite and progressive syllabus of work for each term, 

(б) A definite number of pages set , term by term, in a good many 

hvmg and most intereating books, 

ie) Examination papers at th« end of each term, 

Short hours, 

{*) No necessary preparation out of school hours, 

(/) Few '* corrections/* and, 

(g) A carefully arranged syllabus for each class, term by term, 
tucluding nature work, handicrafts, art work, music, etc. 


I 


i 


Various other helps in the way of suggestions, regula- 
tions, time-tahJes, etc,, should he of use to teachers, who will 
find the methods of teaching the various subjects fully set 
forth in Vols. I* and II L of the Home Education Series. 

Great attention is given to field work, handicrafts, art 
studies, and to the selection of the best books. Children get 
the habit of using books and of delighting in them ; they 
acquire a love of nature, some manual dexterity, some ability 
to produce what they see with brush and charcoal, and some 
power to appreciate art. 

The following considerations may have weight with 
parents and teachers; — 

1. 1 w’o and-a-half, for Form L, to tliree-and-a-half hours 

a day for Forms III. ami IV., is ample lime for tlie whole of 
this hook - education. Forms V. and VI, work for longer 
hours. “ 

2. Much writing is unnecessary, because the scholars have 
the matter in their hooks and know where to find it. 

3. Children are able to occupy themselves in study with 

pleasure and profit* ^ 

rectin of many cor- 


5. Scholars have the afternoons free for handicrafts 
nature work, walks, games, scouting, etc. 

6. The evenings are free, whether at school or at home 
or reading aloud (the lighter of the iiooks set for the term's 
work are read aloud in the evening), sbiging, hobbies, etc 

•nd b™ 

Th« tfc" Ktni's raamioaiion, 

qis. ot ,« ,0 fib T“'‘' ■' “•>’ '» 
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lo. It is most advisable for girls to work in the P.U.S. 
throughout their school life. Where it is desirable that they 
should matriculate before the end of their course^ a few 
months' study of ihe Matriculation Course (with or without a 
coach **) should be sufficient. 

ir. Boys who have been taught in this way lake up 
ordinary scliool work, pieparation for public examinations, 
elc., with intelligence, xea), and success. 

This kind of work, besides making the &cholay proficient 
in the usunl studies of the schoolroom ^ should and does result 
in his power,- — 

(«) To grasp the sense of a passage some pages in length at a 
single reading. 

(A) To spelh and express himself ia wntiug with ease and 
correctness. 

(r) To give an orderly and detailed account of any subject he has 
studied, 

(if) To describe in writing, or orally, what he has seen, or heard 
from the newspapers. 

Fees (payable to the Secretaty, House of Education, 
Ambleside) : Two Gnineas a year for (a) a family of one or 
more children under lo, or (fi) one child between lo and 12; 
Three Gnlnens a year for (a) a family with one child over 10, 
or (b) one girl of 12 or over ; Four Guineas a year for a family 
where more than one child is over to. Where children of 
different families work together each family must pay tire 
proper fee. Special arrangements are made for not less than 
ten children working together. 

The P.U.S. badge bearing the School motto may be 
procured by members from the London Office, price 4/6 ; 
also, hat- bands in the School colours (2/6 each) and ribbon, 
2/3 a yardi 

Children are not admitted to the School under six years 
of age ; they may be admitted at any time except during 
August. 

Chiidren 0/ Ftw.— Much narration should not be required 
of children between five and six. In other respects they 
might do a good deal of work in Form I. B, substituting 
Yorke Powell's Old Stories from British History (Longmans, 
1/-) for Our Island Story : they should work generally on the 
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lines suggested in Motut lidHCdtiou, Parts 11 ,, 111 ,, V, and VI, 
Young children should have as much out-of-door life as 
possible, and Hom$ Education afTords hints as to the work to 
be done out-of-doors, first Geography lessons, for example, 
Nature Study, Descriptions of Things Seen, Distance, Direc- 
tion, Measureineot, etc. Games and occupations, such as 
making large models in clay, raffia work, paper catting, etc., 
are very important at Ibis stage. No work done by children 
under six may be submitted for examination. 

Members in the Dominions and elsewhere abroad (except 
in Europe where the post takes only a few days) work a term 
behind in order that books maybe duly ordered from England, 

Tht Members of the Parents" Union School must he the 
parents or guardians of the children entered ; they must belong 
to the P.N,KM. \ subscription, 15/6 a year, to include the 
Parents' Review, payable to the Secretary, P,N,E*U. Office, 
26, Victoria Street, London, S.W, 1, 

Any member of the Union who wishes to join the School 
is requested to let the Secretary know to which Branch she 
belongs. 









3 


-:p 


Se^ 

‘=lA. 


NJii3X. 


4 "^ 




ji II p I cmc 'SCtS 


\ 


O. 

Parents’ National Educational Union. 


Mothers’ Educational Course. 


(Three Years). First Year. 

L— DIVINITY. 

To help Mothers to give such teaching as should confirm their 
children hi the Christmn Religion. 

1. The Old Testameot considered as a progressive Revelation 

of God. 

a, Cleu's to Holy Writ, by M. Petrie (Hodder & Btougb- 

ton, 1/6) and The Bible Conuncutary, see 3 (c). 

6, Dufe tiers on the Nile (R.T.S., 1/-). 

2. The New Testament, as a Eevelation of Jesus Christ. The 

Saviour of the World, Vol. I. (Kegan Pauh 2/6) with 
The Gospel History (University PresSj 2/8), 

3. The histories of the Pentateuch. 
m. Clews to Holy Writ. 

b, Life and Times of yoseph (B.T.S., 1/-). 

c, Bible Commentary, by J. E* Drummelow (Macmillan^ 

7/6). 

4 . The Gospel of S. Luke. 

a. The Study of the Gospels, by Dean J. A. Bobinson 
(Longmans, 2/6). 

bj Stanley's Sinai and PalesHne (Murray, 1/-). 

c. The Gospel of the Kingdom of Heaveti, by F. D. 

Maurice (Macmillan, 2/8) with The Bible Commentary. 

d, The Life and Times of yesus the hlessiah, by A. 

Edersheim (Longmans, 6/-J ; first half. 

6. The Bible and Modem Research. 

a, Prof. Sayce's Fresh Light from Aneieui Monuments 
(E.T.S., 1/-). 

h, How we got our Bible, by W, Paterson Smyth 
(B.T.S., 1/0. 

c, Stanley's Sinai and Palestine. 

6, Practical Teaching of Religion. 

a, Chapters on religious teaching in ParetUs and Children, 

by C. M. Mason (Kegan Paul & Co., 8/6). 

b. How to use the Prayer Book (optional) by Mrs, 

Romanes (Longmans, 2/*). 


7. Ttie Will, tlie Conscience, tlie Divine Life in tbe ChM, 

Home Education (Kegan Paul k Co., 3/G)* 

8, The Spirit of Dhciplinc^ by Francis Paget, D,D. {Long- 

mans, 4/-). 

For reference ; Helps to the Study of the Bible (Oxford 
Press, from 1/-), and, as a short bibliography, 

The Religious Instruction of Children at Home, by E. 
Barker (Gardner Daiton, 1/-), 

IL— PHYSIOLOGY AND HEALTH. 

To give the knowledge necessary far the care and development 
of children in sickness and health. 

1, The Organs of the Body and their Fanctioiis. 

a. Elementary Physiology for Schools, by A, T. Schofield, 

M.D. (Casaell, 1/4). 

b. The Little Red Mannikin, by Owen Lankestar (Allman 

& Sons, 2/-). 

2. Laws of Health and Care of the Sick. 
a, Blackie’s Elementary Hygiene (1/fi). 

fei Perfect Health for IVomen and Children^ by E. S, 
Chesser (Methuen, 3/6), 






IIL— MENTAL AND MORAL 
EDUCATION. 

To show the principles of Education and Methods based on 
these principles. 

1. Mektaji PirysioLOGY, 

a, Pmwc of Psychology, by Ladd {Longmans, 4/2). 

0 , Chapters on Habit, etc., in Home Education. 

Ethics. 

a, Our Souls and Bodies. Part I. 

Stray Thoughts for Mothers and Teacher’; hv T \r 
Soulsby (Longmans, 2/6). ' ^ 

c. Home Education. 

Education : Theory op. 

a. Home Education. 

b. Parents and Children 

Education ; TEACaiNa, ^ 
a. School Education, by C M Mb on., /t- 


2 . 
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IV.-— NATURE-LORE AND THE ELEMENTS 
OF SCIENCE. 


Ta atuhh Mathers to ai&aken their Children's interest in 
Nature and to give them their first ideas, 

1* Elements of Botany, Oliver^s Lessons in Elementary 
Botany (Macmillan, B/5). 

2. Tbe Year’s Wild Flowers (of the neighbourhood), painted 
and described. John's Flowers of the Field (Rout- 
ledge, 7/6). 

S, Star-Landf by Sir E. Ball (Cassell, 5/8). The Constella- 
tions (Gall ^ Inglis, 9d.). 

4. This World of Ours^ by H. Arnold-Forster 1/11). 

5. First Year of Scientific Knowledge^ by Raul Bert (Relfe 

Brothers, 2/3), 

6. Ethics of the Dusit by John Euskin (Dent, 1/-). 

7. A Nature Study Guide^ hy Furneaux (Longmans, 3/6). 


The work for tbe first year is elementary and not difficult. 
It fairly coverE the pi'inciples of, and suggests good methods 
for the physical, moral, mental and religious training of 
children ; and includes the knowledge necessary to give them 
their first inspiring ideas about the natural world. Every word 
in each of the boolcs set is not offered to students as the 
teaching of tbe P.N.E.U. Borne degree of sifting and personal 
selection is required. 

Much of the matter is familial* ; but it is one thing to read a 
work carelessly, and quite another to study it definitely with a 
view to examination, ^ 

The year's work may be done by reading at the rate of about 
100 pages a week for ten nionths. The order of this reading is 
left to the student. 

The examination will fall twice a yeai' — ‘the first week in 
ytme and the first week in December; when examination 
papers will be sent to the students. 

An examination can always be postponed by writing to the 
Secretary, Honse of Ediieation, Ambleside. at least a week 
before the months of June aud December. 


Tlie final examination on Human Physiology and Hygiene 
will he for the diploma of the National Health Society. 

Fee, Entrance Fee, a guinea^ 

The first half of each of the works set for study will be 
examined upon in the first examination, except in the case of 
the Home Education " Series. 

The volumes of the Home Education'* Series have been 
Specially prepared to embody the distinctive teaching of the 
RN,E*U. ; therefore a large number of questions will be set 
upon those volumes in each examination of the course : the 
chapters bearing on eacli of the subjects indicated in each 
s^dlabus must be prepared. 


BEADING COURSE. 


The attention of Members is called to the New CoairsR of Eeadiiiff 
which is free to all members of the Union. It is confined to the disHnT- 
nvt teaching of the Union, and therefore to the volumes of tho * Home 
Education ’ Scries, the contents of which have been specisily prepared 
from time to time for the use of the Parents' Naiimtal Eiincatlonal Union. 
The method of these volumes is a progiessive amplification of tlie 
prmciples of the Dnion It is, therefore, desirable that the books should 
be studied 111 numenoftl order.* Eaob volame is (grnished with a 
full table of conten^ and witli numerous questions which should aid the 

hfi applioition to the Office a form may be 

had which runs as follows ^ 


* I have read the foUowlug voliimes 
Education SerieSi and am satisfied 
advanced in them by my ability to 
questions appended to each.* 


* * * - - . of the Home 

of my mastery of the principles 
answer fully and exactly the 


P.X.E.U. lZ/^1 qualified membere ’ o£ the P.N.E.U." fs^r 

Tile student is free to underline make^m books. 

lier own books as she eonid not do in bo^Sd " 

from tlie P.N.e!iL at the prices quoted. 

Victoria Street, London, SiW. 

of Character (hfgan Paul & Co., as. ad.^ach)^ 


u/Z^/ c/nc '3(t>5 


Parents’ National Educational Union. 

M othe rs ' E due at ton al Course. 


6 . 


(Three Years), First 

I — DIVINITY, 

To help Mothers to give such tenching as should coirfirm their 
children hi the Christian Religion. 

1, The Old Testament eonsidered as a progressive Revelation 

of God, 

a. Clews to Holj Writ, by M. Petrie (Hodder & Stotigli- 

ton, 1/6) and The Bible Commentary, see 3 (r), * 

b. Dwellers on the Nile (R.1\S,, 1/-). 

2, Tbe New Testament, as a Revelation of Jesus Christ. The 

Saviour of the World, VoL L (Kegan Paul, 2/6) with 
The Gospel History (University Press, 2/8), 

3* The histories of tlie Pentateueb, 
a. Clews to Holy Writ, 
h, Life and Times of Joseph (H,T.S., 1/^), 

Di'iiiirmelow (Maeruillan, 

The Gospel of S, Luke, 

a. The Study of the Gospels, by Dean J. A. Robinson 
(Longmans, 2/6), 

b, Stanley’s Sinai and Palestine (Hurray, 1/-J, 

€, The Gospel of the Kingdom of Heaven, by F D 

Maurice (Macmillan, 2/8) with The Bible Commentary. 

r ^ ^ Jesus the Messiah, by A, 

Lctersheim (Longmans, 6/-) ; first half. 

The Bible and Modern Research, 

Ancieut Monuments 
^^terson Smyth 

e, Stanley’a Sinai and Palestine. 

Practical Teaching of fieligiou. 


4 , 


B. 


Tta Will. .1.. Oon.™«.., 07 ™ “™- 

For reteerae'-*'*. ««'/” 

?«r“om I/.), iml, u • ikort blblli)«t..pl.y, 

The Religious Ifistruction 0/ Children at Home^ by E, 

Harker fGairdiier Darfcoii, 1/")* 


physiology and health. 

To give the knowledge necessary far the care a7td development 
of children m slchness and health, 

1. The Organs of the Body and their Functions. 

n, El€7ii€7itary Physiology for Sekooh^ by A. T, Schofield, 
M.D. (Cassell, 1/4). 

b, The Little Red Mannikin, by Owen Lankestar (Allman 
& Sons, 2/-}. 

2. Laws of Health and Care of the Sick. 

Oj Blackie's Ehinentary Hygie^ie (1/6). 

bt Perfect Health for Wofnen and Children^ by E. S. 
Chesser (Methuen, 3/6). 




IIL— MENTAL AND MORAL SCIENCE 
EDUCATION. 

To show the ptinciples of Education and Methods based on 
these principles, 

1. Mkntal Physiology, 

a, Primer of Psychology, by Ladcl (Longmans, 4/2). 

b, Ealleclt's Edticaiion of the Central Nervous System 

Macmillan, 4/6). chapters 1-5. 

c, Cliapters on Habit, etc., in Home Education. 

Exmes. 

a. Ourselves, Our Souls and Bodies. Part I 

boulaby (Longmans, 2/6). » y -Lj. Ju. 

c, Home RducatioH, 

EoucAiioN : Tbbohy of. 
a. Home EducatioH. 

&. Parents and Children 

4 . Elucation; Teachiso. 

pam. 8/e,. 


2 . 


3. 


tJ. (Z p'^ c/n c "dinS 




IV.— NATURE-LORE AND THE ELEMENTS 
OF SCIENCE. 


To cnMe Moihersi to awaken their Children' & hiUresi in 
Nature and to give them their Jirst ideas* 


1, Eienjents of Bota7iy. Oliver's Lessons hi Elementary 
Botany (Macmillan, 3/5) » 

2* Tbe Year's Wild Flowers (of tlie neiglibourliood), painted 
and described. John's Flowers of the Field (Bont- 
ledge, 7/0). 

$. Star-Land j by Sir B. Ball ( Cassell * 5/8). The Constella- 
tions (Gall & IngUs, 9d.). 

4. This World of Ours^ by H. Arnold -Forster 1/11). 

5. First Year of Scientific Knowledge^ by Paul Bert (Relfe 

Brothers. 2/3). 

6. Ethics of the Dust, by John Roskin (Dent, 1/-). 

7. A Nature Study Guide, by Fumeaux (Longmans, 3/6). 


The work for the first year is elementary and not difficult. 
It fairly covers the principles of, and suggests good methods 
for the physical, moral, mental and religious training of 
children ; and includes the knowledge necessary to give thena 
their first inspiring ideSiS about the natural world. Every word 
in each of the books set is not offered to students as the 
teaching of the F.K.E.U. Borne degree of sifting and personal 
selection is req^uired. 

Much of the matter is familial^ ; but it is one thing to read a 
work carelessly^ and quite another to study it definite y wi i a 
view to examination. 


Tbe year’s rvork may be done by reading at 
100 pages a weeb for ten moiubs. Tbe order of this reading is 

left to the student. 


-^the first week in 
wdieu examination 


The examination wull fall tw'ice a year 
^une and the first week in December; 
papers will be sent to the students. 

An examination can always be postponed 
Secretary. House of Education, Ambleside, at least a weet 
before the months of June and December, 


,/ rZ cmc "StmS I 
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Tlie final examination on Human Pliysiology and Hygiene 
will be for the diploma of tbe NfHional Health Society, 

Fee* Entrance Fee, a gninea, 

TLe first lialf of each of the works set for study will he 
examined upon in the first examination, except in the case of 
the ** Home Education " Series, 

The volumes of the ^*Hame Educaiiou Series have been 
specially prepared to embody tlie distinctive teaching of the 
P.N.E.U, ; therefore a lai-ge number of giieations will be set 
upon those vohin^es in each examination of the course : the 
chapters bearing on each of the subjects indicated in each 
syllabus must be prepared. 


RH.E.U, BEADING COUESE. 

The atleDiioTi ef Membei^ js called to the New Conrae of Readioe 
which IS free to all menihers of the Union. It is confined to the dhiHt 

therefore to the voluniea of the * Hmne 
£ neat ton ^rtes, the conteuta of which haTC been specially predated 

The method of these voluraes is a progressive amplification of the 

desirable that the books should 
numerical order.- Each volume is f□rniahcd^.m a 
full table of contents and with numerous questions which should aid the 

' ^ following volunies ... nf thp «« 

tdiication Scncs, and am satisfied of my mastery of IhVorindnW 

•" ‘™' ..i SS“'i“ 

(Signed) 

be^inLmro^The ifer^f ■ wonld then 

P.N.E.U. Ltafitl}, 'tuaiified members of the P.N.E.U.” ^Set 

bid°L‘;i’ tKrSu"’Sbi: ‘““a/Tr'?’' r 

Tl„ i, C “o 

!...■ □», book, .. .L, ooold oot do in bomw.” “ 


Siillnhm T. — Examination 1. 

Mothers’ Education Course, 


Year L 


INSTRUCTIONS. 

1. No Text-hook to he opened between the receipt of the 

questions and the posting of the papers. 

2. There are no restriciions as to times of working. 

3. // is desirahh that papers be posted on the 76 th inst. 

4. Not less than three 7 ior more than six questions must be 

taken in anj one subject. 


L— DiYinity, 

1. What difficulties present tbeiTiselves in Natural Theology, 

and how should a Christian meet them ? 

2. By what general training and positive teaching would you 

fortify a child against the assaults of scepticism ? 

3. What salient doctrines of Christian truth do you consider 

it most fitting to present to children ? Why ? How 
would you deal with each ? 

4. Trace the development of God's revelation of Himself from 

the time of Abraham to that of Moses. 

5. Mention twelve incidents or sayings in the Gospel of S. 

Luke which you consider most fitted to sustain the 
Divine Life m the child. Show the parents' possi- 
bilities and limitations with regard to this Divine Life. 

6. Would you present the results of modern research as 

proving ihQ truth of the Bible? Why not? Give a 
brief summary of the most remarkable monumental 
illustrations of Scripture history. 


jL/^pZcrtic 
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IL — Physiology and Health. 

1. Show why no dothing is either warm or cool in itself. 

Describe in detail what you consider the best clothing 
for a boy and girl of eight, showing the principles on 
which you select each article. 

2. Describe the structure and functions of the skin ? Why 

are extensive scalds fatal ? Give practical directions 
for the care of the skin. 

3. Give practical instructions for the (artificial ) feeding and 

clothing of a child of three and eight months. Give 
the physiological reasons. 

4. Write clear directions for the management of a sick room, 

(a) in case of infectious, {^) in case of non -infectious 
disorders: with your reasons. 

5. Is it a certain gain for a child of five or six to do no 

lessons ? Give physiological reasons for your answer. 



III. Mental and Moral Science and Education. 

Give Richter's theories as to the education of girls 
From what causes does untruthfulness commonly arise > 
would you tralo chlldro. i„ He habit li .mh- 


3. J:°" •J' ^ ofinimaterial thought on the materia! 
brain is the key to Habit. What part does the forma- 
tion of habits play m education ? 

4. Show the importance of the initial idea in both moral and 

intellectual education. 


Give sug^esHons for the teaching of (a) History, (b) 
French, \c) Modelling in Clay, (d) Needlework. 


6. How would you train a child in reverence, endurance, 
kindness to animals, selFcootrol, and attention ? 


Sketch briefly (a) The sum of what a child is as a human 
being, (^p) What be has become through “ heredity, " 
(c) What parents may reasonably expect to eflect by 
education. Give illustrations from your own family. 

8- Gauge so far as you can the development of each of your 
children in all directions during the past year. Note 
any important observation you may have made as to 
the development of conscience, reasoning power, &c,, 
in any one of them. 




lY.— Nature- Lore and the Elements of Soience. 

r. Describe with diagrams the processes of germination in the 
two classes of flowering plants. 

2. What do you mean by respiration, transpiration, fertilisa- 

tion ? Describe each in a simple talk with children. 

3. What are the wild flowers of April and of July ? What 

botanical “talks*' would you have with the children 
about and upon each of these, 

4. What are the characters oi Prhnulace^B^ Gcranmcece^ Erim- 

Ctiprifoliac^m ? What plants of each of these 
orders would you introduce to the children ? Write 
out a talk upon one of them, 

5. To which of the constellations would you introduce 

children ? Give a diagram of the figure of each. 

6. Show how you would teach children to distinguish between 

a star and a planet. What would you tell them about 
(a) The Sun, (if) The Milky Way, {c) Jupiter, (rf) A 
Comet ? 

7* Kame and describe the wild birds of your neighbourhood. 
Write out a “ talk upon the haunts, habits, and song 
of two of these, 

8. Give the characteristics of insects and spiders. Write out 

talks upon the dog, the caterpillar, the oyster, and the 
earth-worm, 

9. How would you tell a child the geological history of your 

own neighbourhood ? 


